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results of purification works established by various cities. 'The
work of the Massachusetts Board has been conducted by dis-
tinguished engineers, chemists, and bacteriologists, and the
reports have been liberally distributed in the United States, so
that access to them is not difficult. First published in 1890,
these reports on sewage purification have been continued year
by year, and the later ones are now even more valuable than
the earlier ones in the data they contain, though they are not
so generally known, or at least referred to, except by specialists
in this line of work.
The principal books dealing with this subject that are now
available for ready reference are as follows:
Sewage Disposal in the United States} by George W. Rafter,
Mem. Am. Soc. C. E., and M. N. Baker, Ph.B. (Associate Editor
Engineering News), published by D. Van Nostrand Company
(New York) and Sampson Low, Marston & Co., Ltd. (London),
1894. This large work consists of a compilation of data from
various American sources, with comments and discussions,
forming Part 1, by Mr. Rafter, and a collection of illustrated
articles describing various sewage works in operation by Mr.
Baker, originally published in the Engineering News, forming
Part 2. The information contained does not, of course, extend
beyond the knowledge available at the date of publication, and
little attention is therefore given to contact filters, percolating
filters, and other devices that are now receiving considerable
attention.
British Sewage Works, by M. N. Baker, Ph.B., C. E., pub-
lished by The Engineering News Publishing Co., 1904. This
book contains descriptions of a number of sewage works in
Great Britain, from the personal observations of the writer
during a tour of inspection ending in June, 1904. It has the
great advantage of being written by a party in no way inter-
ested in either magnifying the success obtained by any plant,
or belittling any attainment. It is especially valuable for the